To:  Morin,  Jeff[Morin. Jeff@epa.gov];  Colaizzi,  Jennifer  C. [Colaizzi.Jennifer@epa.gov] 

Cc:  Smith,  RoxannefSmith. Roxanne@epa.gov] 

From:  Hart,  Daniel 

Sent:  Wed  8/12/2015  4:07:16  PM 

Subject:  RE:  need  approval  for  EPA  home  FW:  Banner  on  Gold  King  Mine 


Note:  photo  came  from  epaosc.org  photo  gallery 


Daniel  (Danny)  Hart  | Acting  Director  of  Web  Communications  | Office  of  Public  Affairs  | U.S.  EPA 
Tel:202. 564.7577  I cell:  202.365.7095 


From:  Morin,  Jeff 

Sent:  Wednesday,  August  12,  2015  12:02  PM 
To:  Colaizzi,  Jennifer  C. 

Cc:  Smith,  Roxanne;  Hart,  Daniel 

Subject:  need  approval  for  EPA  home  FW:  Banner  on  Gold  King  Mine 


hi  Jennifer,  proposed  banner  image  & text  for  main  EPA  home.  OK  with  YOU?  OGC? 


banner  bar  (left  side) 

Gold  King 
Mine  Response 


banner  text 

EPA  is  working  closely  with  first  responders  and  coordinating  with  local  and  state  officials 
to  ensure  the  safety  of  citizens  to  water  contaminated  by  the  spill. 


link 

Read  more  (link  to  GKM  site) 
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Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Purchia,  Liz 

Sent:  Wednesday,  August  12,  2015  1 1:48  AM 
To:  Hart,  Daniel;  Morin,  Jeff;  Smith,  Roxanne 
Subject:  Banner  on  Gold  King  Mine 


How  quickly  can  we  get  that  put  up  on  the  home  page? 


Liz  Purchia 

Deputy  Associate  Administrator,  Public  Affairs 
U.S.  Environmental  Protection  Agency 
Office:  202-564-6691 
Cell:  202-841-2230 
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